AMENDMENT NO. 2 MAY 2017 
TO 
IS 15662 : 2006 GEOLOGICAL EXPLORATION FOR 
GRAVITY DAMS AND OVERFLOW STRUCTURES — 
CODE OF PRACTICE 


(Page 4, clause 7.1.1, line 13) — Substitute ‘It is essential that drilling be 
done for a minimum depth of 10 m into fresh rock.’ for ‘It is essential that 
drilling be done for a depth of 10 m into fresh rock (proved by geophysical or 
any other method).’ 
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